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21 June 1957 


ce is made to conversation between yourself and 
June 20, 1957 regarding acceptance of a "B" 


configuration prior to completion, 


This is to confirm that 


conversation in which you were requested to take acceptance 
ef the unit and return it to the contractor as GFP for 
completion of fabrication and testing. 


Sincerely, 
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